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14 July 1967 


Scientific Research 
Reader Service Dept. 

P. O. Box 8033 
Philadelphia, Penna. 19101 


Dear Sir, 


Please delete Central Intelligence Agency from my 
mailing address and change to read as follows: 


25X1 A 


Thank you, 


25X1 A 


MSO'gs 
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